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NARA RG104, Entry 1, Box 150 


[Abstract:] Statement of Ordinary Appropriation for current Fiscal year. 


Mint of the United States at Philadelphia, Pa., 
Superintendent’s Office, 
March 8, 1888 





Statement. 

Ordinary App’n. for Fiscal year, Current $293,000 
Due from other Mints 2,609.22 
Total $295,609.22 
Wages paid therefrom 

7 mo. $22,656.30 

3 26,701.96 

9” 26,416.62 

10“ 27,500.05 

11“ 27,193.43 

2“ 28 393.06 

1“ 24,873.74 

a 22,506.37 $206,241.53 

available for next 4 months $89,367.69 








or say $22,341.92 per month. 


The wages paid on Standard Dollar Account in addition to the above Ordinary Wages 
average $10,000 per month, making the average pay-roll thus far $35,780 per month. If we are to 
confine ourselves to the Ordinary Appropriation it will be seen that we must at once pare down 
the rolls $10,000 per month. 











Very Respectfully, 
L.R. Cowperthwaite 
Book keeper 


To Daniel M. Fox, 
Supt. U.S. Mint 


